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Foreword 


This catalog gives you a complete set of illustrations, 
with full descriptions and sizes of our 


‘No. 1400 Line from Page 1 to 15 Inclusive 
English “No. 1500 Line from “Page 16 to 22 Inclusive 


Each fixture is thoroughly explained and wired with 
standard association material, also polarized. Our stock 
finish for immediate delivery is Old Gold and Silver 
Gray for 1400 line; Old Gold, English and Silver 


Plate for 1500 line. 
Both Lines also furnished in Ivory with Colors 


All Fixtures Packed in Individual Carton 


Brackets 2 per carton. 
Units 2 per carton. 


Pendants 4 per carton. 


Index Page 23 




















Fixture No. 1415 
5-light Celing 
Total Length Overall 8” 
Cast Hammered Plate 
18” Diameter 


Wired Sign Receptacle 
Old Gold Finish or Silver Gray___-- $15.50 
































Wall Bracket No. 1678 Wall Bracket No. 1677 
2-light Candle Bracket 1-light Candle Bracket 
Fancy Cast Wall Plate Fancy Cast Wall Plate 
5” Wide—11” Long 5” Wide—11” Long 
Wired Switch in Back Wired Canopy Switch in Back 
Old Gold Finish or Silver Gray_--_- $10.00 Old Gold Finish or Silver Gray_____- $6.50 


Plate 1 











Fixture No. 1425 
5-light Candle 
Standard Length 36” 


Cast Hammered Plate 
18” Diameter 
Wired Fibre Candle Socket 
Old Gold Finish or Silver Gray___-- $16.50 


Plate 2 


Fixture No. 1424 
4-light Candle 
Standard Length 36” 


Cast Hammered Plate 


15” Diameter 


Wired Fibre Candle Socket 


Old Gold Finish or Silver Gray 





$14.00 








Fixture No. 1431 


1-light Hall Candle 
Standard Length 36” 
Width Between Sides of Fancy Casting 7” 
Wired Fibre Candle Socket 
Old Gold Finish or Silver Gray__--_- $9.00 


Plate 3 














Fixture No. 1405 
5-light Drop 
Standard Length 36” 

Cast Hammered Plate 
18” Diameter 
Wired Sign Receptacle 
Old Gold Finish or Silver Gray $16.50 





Fixture No. 1461 
1-light Ceiling Hall Design 
Total Length Overall 16” 
Width Between Sides of Fancy Casting 7” 
Wired Pigtail Sign Receptacle 
Old Gold Finish or Silver Gray__--__ $8.00 


Plate 4 
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Fixture No. 1423 
38-L.ght Candle 
Standard Length 36” 


Cast Hammered Plate 
14” Diameter 
Wired Fibre Candle Socket 
Old Gold Finish or Silver Gray_____ $12.00 


Fixture No. 1403 


38-light Drop 
Standard Length 36” 
Cast Hammered Plate 
14” Diameter 


Wired Sign Receptacle 
Old Gold Finish or Silver Gray_--_- $12.00 


Plate 5 








Fixture No. 1422 
2-light Candle 
Standard Length 36” 
Cast Hammered Oval Shape Plate 
(8%” Wide—13%” Long) 
Wired Fibre Candle Socket 
Old Gold Finish or Silver Gray____- $10.00 


Plate 6 
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Fixture No. 1402 
2-light Drop 
Standard Length 36” 
Cast Hammered Oval Shape Plate 
(8%4” Wide—13%” Long) 
Wired Sign Receptacle 
Old Gold Finish or Silver Gray____- $10.00 








Fixture No. 1404 
4-light Drop 
Standard Length 36” 
Cast Hammered Plate 
15” Diameter 
Wired Sign Receptacle 
Old Gold Finish or Silver Gray 


$14.00 
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Fixture No. 1441 


1-light Hall 
Standard Length 36” 
Width Between Sides of Fancy Casting 7” 
Wired Keyless Socket 
Old Gold Finish or Silver Gray______ $9.00 


Plate 7 
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Fixture No. 1414 
4-light Ceiling 
Total Length Overall 7” 
Cast Hammered Plate 
15” Diameter 
Wired Sign Receptacle 
Old Gold Finish or Silver Gray____- 








Fixture No. 1471 


1-light 
Hammered Cast Unit 
Total Length Over 3” Ball Lamp 8” 
Diameter at Top 9” 
Wired Sign Receptacle and Strap 
Old Gold Finish or Silver Gray__--~-- $5.00 


Plate 8 


$13.00 


Wail Bracket No. 14 
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2-light Candle Bracket 
Fancy Cast Wall Plate 


5” Wide—11” Long 
Old Gold Finish or Silver Gray 


















$11.50 
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Fixture No. 1413 
3-light Ceiling 
Total Length Overall 7” 
Cast Hammered Plate 
14” Diameter 


Wired Sign Receptacle 
$11.00 


Old Gold Finish or Silver Gray 





Wall Bracket No. 1491 
1-light Drop Bracket 
Fancy Cast Wall Plate 
5” Wide—11” Long 
Wired Keyless Socket and Switch in Back 
$6.50 


Old Gold Finish or Silver Gray_____- 





Fixture No. 1451 
1-light Candle Ceiling Design 
Total Length Overall 16” 


Width Between Sides of Fancy Casting 
Wired Fibre Candle Socket 


Plate 9 


Old Gold Finish or Silver Gray 
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Fixture No. 1412 
2-light Ceiling 
Length Overall 6” 
Cast Hammered Oval Shape Plate 
Wired Sign Receptacle 
Old Gold Finish or Silver Gray_____- $9 00 





Fixture No. 1401 


1-light 
Hammered Cast Canopy Unit 
Total Length Over 3” Bulb, 8” 
Width at Top 6” 
Wired Sign Receptacle and Strap 
Old Gold Finish or Silver Gray_____- $4.00 





Wall Bracket No. 1472 
2-light Drop Bracket 
Fancy Cast Wall Plate 
5” Wide—11” Long 
Wired Keyless Socket and Switch in Back 
Old Gold Finish or Silver Gray__-_- $11.50 


Plate 10 
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Fixture No. 1494 
4-light Ceiling Design. Made to Fit Flush 
Plate 15” Diameter, Extends Down 5” 
Cast Hammered Plate 
Wired Sign Receptacle 
Old’ Gold! Finish or Silver Grayo222~ $12.00 
Also Ivory and Colors 





Fixture No. 1496 


2-light Ceiling Design. Made to Fit Flush 
Plate 84%” Wide—i13%” Long, and Extends Down 5” 
Cast Hammered Plate 
Wired Sign Receptacle 
Old Gold Finish or Silver Gray______ $7.00 
Also Ivory and Colors 


Plate 11 
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Fixture No. 1495 
5-light Ceiling Design. Made to Fit Flush 
Plate 18” Diameter. Extends Down 5” 
Cast Hammered Plate 
Wired Sign Receptacle 
Old Gold Finish or Silver Gray____- $14.50 
Also Ivory and Colors , 

















Fixture No. 1493 
3-light Ceiling Design. Made to Fit Flush 
Plate 14” Diameter, Extends Down 5” 


Cast Hammered Plate 
Wired Sign Receptacle 
Old Gold Finish or Silver Gray__-_- $10.00 
Also Ivory and Colors 


Plate 12 
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Wall Bracket No. 1693 
1-light Candle 
4%” Wide—11” Long 
Finish Old Gold Finish or Silver Gray 
Also Ivory and Colors 
Price, Wired Canopy Switch-_-__--__- $5.00 





Pendant No. 1001 


36” Long Chain Pendant for Ball Lamp 
Wired with Chain Pull Sock 
or Key Socket 
Priced Wired 
Old Gold Finish or Silver Gray__--__ $3.06 
Also Ivory and Colors 





Wall Bracket No. 1694 


2-light Candle 
4144” Wide—11” Long 
Wired Switch in Back 
Finish Old Gold Finish or Silver Gray 
Also Ivory and Colors 
Old Gold Finish or Silver Gray_____~_$7.50 


Plate 13 
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No. 1620 


Special Bath Room Bracket. With 
Convenient Outlet. Finished mainly 
in White Enamel or Ivory. The wall 
plate is 4%2” wide, 7” long. On the 
bottom part of the wall plate, you 
will note a special plug to use for 
connecting a heater, curling iron, etc. 
The bracket has a fibre insulated 
toggle switch on bottom, used to light 
the bracket. 


Price, in Ivory or White Enamel, $5.00 








IN Ome bl 


Made for 1-light only. Canopy 
part fitting against ceiling is 6” 
in diameter. The total length 
of fixture over the electric bulb 
Fh teyees 

Finishes—Ivory, Ant. Ivory and 
Colors, Silver Gray and Old 
Gold. 


(pri COmmeA Ll aVWiled == $2.50 
Rricess Ala VWireo =e ae $2.25 
Price, Wired with Chain 

Pull Receptacle ___-____ 3.25 


Plate 14 

















J] 
No. 1610 


Special Bath Room Bracket. Exactly 
the same as No. 1620, only without 
the special convenience plug in the 
wall plate. 


Price, in Ivory or White Enamel, $4.00 








Nomis22 
Made for 2-lights only. Extends down from ceil- 
ing 8”. The round plate fitting flush against 
ceiling is 10” in diameter. 
Finishes—Ivory, Ant, Ivory and Colors, Silver 
Gray and Old Gold. 


Price Ll WiILe =e aan eee ee eee $4.00 
SAME DESIGN AND SIZE MADE IN 3-LIGHTS 
TewantedasOrdcreN Ome so eac = nr $5.00 
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This will give you the exact full view of casting design which is used in making 
up Fixtures No, 1402-1412-1422. Size of casting is 8%” wide, 13%. long. 





This will give you the exact full view of casting design which is used in making 
up Fixtures No. 1405-1415-1425. Size of casting is 18” diameter, 

Same design casting is used for No. 1404-1414-1424, only 4 lights, 15” diameter. 
Same design casting is used for No. 1403-1415-1423, only 3 lights, 14” diameter. 


Plate 15 
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Fixture No. 1536 
Shown in 6-lights 
English Design Candle Fixture 
Length Furnished 42”. Spread 20” 

Price, all wired, in Old Gold or English Finish_$36.00 
Price, all wired, in Silver Plate Finish________ 46.00 
SAME DESIGN MADE IN 5-LIGHT CANDLE 
If Wanted Order No. 1535 
Price, 5-light wired, Old Gold or English______ $30.00 
Price, 5-light wired, Silver Plate..___.________ 36.00 


Plate 16 
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Fixture No. 1505 
Shown in 5-lights 
English Design. Length 36”. Spread 20” 


Price, all wired, in Old Gold or English Finish_$30.00 
Price, all wired, in Silver Plate Finish________ 36.00 


SAME DESIGN MADE IN 6-LIGHTS 
If Wanted Order No. 1506 


Price, all wircd, in Old Gold or English Finish_$38 00 
Price, ail wired, in Silver Plate Finish__--____ 46.00 




















































Fixture No. 1551 
English Design. Length 36” 
Price, wired, Old Gold or English 
Finish aos es ee ee eee Wee $ 8.50 


Plate 17 


















Plate 18 
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Fixture No. 1526 
Shown in 6-light 
English Design Candle Fixture 
Length Furnished 42”. Width 20” 
Price, wired, Old Gold or English Finish____-_ $38 00 
Pricewitedresl vers blates Hints haem 46.00 
SAME DESIGN ALSO FURNISHER IN 5-LIGHTS 
If Wanted Order No. 1525 
Price, wired, Old Gold or English Finish___-__ $30.99 
Price, wired, Silver Plate Finish_____________ 36.00 
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Fixture No. 1516 
Shown in 6-lights 
English Design Living Room Fixture 
Total Length 16”. Width 20” 
Price, wired, Old Gold or English Finish_____-_ $33.00 
Price awiredwcilverselates Hinish == 39.00 


SAME DESIGN MADE IN 5-LIGHTS 
If Wanted Order No. 1515 
Price, wired, Old Gold or English Finish_____~_ $27.00 
Price, wired, Silver Plate Finish_____________ 32.00 














Fixture No. 1533 
Shown in 3-lights 
English Design. Length 36” Width 7” 
Price, wired, Old Gold or English 
Finish #35. 2 ewe eee eee $19.00 


Plate 19 














English Design. Length 16”. Width 17” 
Price, wired, Old Gold or English Finish__$22.00 
Price, wired, Silver Plate Finish__.-____ 26.00 

SAME DESIGN MADE IN 3-LIGHTS 
If Wanted Order No. 1513 
Price, wired, Old Gold or English Finish__$16.50 
Price, wired, Silver Plate Finish__ --_-- 20.50 


Fixture No. 1514 


Shown in 4-lights 
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Plate 20 


Wall Bracket No. 1592 
f Shown in 2-light Candle 

English Design Bracket. With Switch in Back 
Wall Plate 444” Wide._ 12” Long 
wired, Old Gold or English Finish_----- $10.00 
wired, .scilver Plate’ Finish-22----=-=-22 12.50 


SAME BRACKET MADE IN 1-LIGHT 


If Wanted Order No. 1591 


wired, Old Gold or English Finish-_------ $6.50 
wired. silver Plate’ Finish. ----2._-_=--- 8.00 
3 


























Fixture No. 1531 
Shown in 1-light Candle 
English Designs. Total Length 10” 
Price, wired, Old Gold or English 
Hinishpe Soe e ee ae = ee $ 8.50 
Price, wired, Silver Plate Finish_____ 11.00 
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Fixture No. 1541 
Shown for 1-light 
English Design._ 10” Long 
Price, wired, Old Gold or English 
Wan S hee ee ee Pee eee $ 8.50 
Price, wired, Silver Plate Finish_____~_ 1.00 














Fixture No. 1504 
Shown in 4-lights 
English Design. Length 36”. Spread 17” 
Price, wired, Old Gold or English Finish______ $24.00 








Price, wired, silvers Plate Minishse==s2 25.2 = 29.00 
SAME DESIGN MADE IN 3-LIGHTS 
If Wanted Order No. 1503 Fixture No. 1581 
Price, wired, Old Gold or English Finish______ $19.00 Shown for 1-light 
Price, Wired, Silver Plate Finish_____________ 23.50 English Design._ 11” Long 
Price, wired, Old Gold or English 
Rinishy<c: 2 ees ee eee 00 
Price, wired, Silver Plate Finish__-___- 7.50 


Plate 21 





















Crystal Fixture No. 1623 
Made for 3-lights 
Cast Ceiling Band 174%” Diameter 
Total Length of Fixture 14” 
Has 4 Rows of 3” Cut Prism with a 2” Cut Glass 
Ball on Bottom 
Price, wired, Old Gold or English Finish______ $42.00 
rice mwaled ae oluvere lala vemEstn ls ieee eee 49.50 
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Crystal Fixture No. 1624 
Made for 1-light Only 
Cast Ceiling Band 10%” Diameter 
Total Length 8” 
Has 2 Rows of 8” Cut Prisms 
Price, wired, Old Gold or English Finish__---~$14.00 
Price, wired, silver Plate: Finish 222-22 18.00 














Plate 22 No. 1652 























Wall Bracket No. 1652 
Shown in 2-light 
Wall Plate 4%” Wide._ 12” Long 

Wired with Switch in Back 

Trimmed with Glass Bells 
Price, wired, Old Gold or English Finish_---~- $10.06 
Price, wired, Silver Plate Finish___-___---_-- 12.50 

SAME DESIGN BRACKET MADE IN 1-LIGHT 

If Wanted Order No. 1651 
Price, wired, Old Gold or English Finish__--~--- $6 50 
Price, wired, Silver Plate Finish____-__--_--_- 8.00 


INDEX 
And Standard Package Quantities 







































































































































































Standard Standard Standard 
Fixture Pkge. Catalo Fixture Pkge. Catalor Fixture Pkge. Catalog 

No. Quantity Page No. Quantity Page No. Quantity Page 
1001 At2 ifs} 1461 5 4 Ilsy3p! 5 20 
Pal 24 14 1471 12 8 1533 5 19 
13822 ily 14 1472 6 10 LdOSsD 4 16 
ieee 12 14 1491 12 9 1586 2, 16 
1401 iy 10 1492 ate 8 1541 5 PAIL 
1402 10 6 1493 10 12 HS I 5 17 
1403 10 5 1494 10 it 1581 10 i 
1404 10 7 1495 10 12 1591 24 20 
1405 10 4 1496 10 ia 1592 1 20 
1412 10 10 1503 5 21 1610 24 14 
eas ue z 1504 i 21 1620 24 14 
1414 10 8 

15105 4 1 1623 2. 22 
1415 10 1 7 

1506 2 17 1624 4 22 
1422 5 6 Ss 
1513 5 20 1651 24 22 
1423 5 5 

1514 5 20 1652 1 22 
1424 10 3 7 

1W5ul5} 4 19 1677 24. i 
1425 10 v2 
1431 5 3 1516 2 19 1678 il 1 
1441 5 q T52D 4 18 1693 24 13 
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